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TAGS ASEC, ABLD, TU 

SUB J : LOBBY DESIGN - ANKARA 

REF: (A) A/SY/OPS MEMO OF 8/7/78 (NOTAL); (B) ANKARA A-26 
OF 5/17/78 

1 . REF A DELETES THE SECOND FLOOR CONTROL WALL AND GATE - AN 
IMPORTANT PART OF THE LOBBY PACKAGE. A STRONG BARRIER ON THE 
SECOND FLOOR COULD BE SECURED QUICKLY AGAINST ANY ATTACKERS, 
WOULD PROVIDE BALLISTIC PROTECTION FOR STAFF MEMBERS CROSSING 
FROM THE WEST WING TO NORTH WING AND VAULT AREA AND WOULD 
PROTECT IMPORTANT MSG E&E POSITIONS ON THE UPPER FLOOR. 

2. PRESENT BARRIER IS A IERRY RIGGED, ALUMINUM-FRAMED PLEXI- 
GLASS WALL. IT IS BACKED BY A SLIDING ALUMINUM GATE OPERATED 
BY A SEARS & ROEBUCK GARAGE DOOR OPENER. THE GATE IS OFTEN 
ACTIVATED BY STATIC ELECTRICITY AND MUST STILL BE LOCKED 
MANUALLY. THE WHOLE WALL COULD BE KNOCKED OVER EASILY. 

3. REQUEST A/SY GIVE PRIORITY CONSIDERATION TO REINSTATEMENT 
OF THIS SEGMENT OF THE LOBBY PACKAGE. DILLON 

LIMITED OFFICIAL USE 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ANKARA06246 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780355-1299 
Format: TEL 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978081 /aaaaaaqz. tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 63af8457-c288-dd11-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 78 ANKARA A-26 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 3 jun 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1536964 
Secure: OPEN 
Status: NATIVE 

Subject: LOBBY DESIGN - ANKARA 
TAGS: ASEC, ABLD, TU 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/63af8457-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



